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COMPTROLLER UP0M RECEIPT OF FORM 1080. IF TRANSFER OF 
FUNDS HAS NOT BEEN ACCOMPLISHED, IT IS REQUESTED THIS ACTION BE 
TAKEN AND FUNDS BE CERTIFIED AVAILABLE TO 
ON ITEK CONTRACT 
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FOR OBLIGATION 


PART II s FIRST QUARTER FUNDING IS URGENTLY REQUIRED FOR R4D 
CONTRACT 
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BE CERTIFIED AVAILABLE TO 


WITH EK. REQUEST 

EARLIEST . DETAILED SUBMISSION ON TOTAL FORECAST FOR ALL 
APPROVED PROJECTS WILL 3£ SUBMITTED UPON RECEIPT OF DATA FROM 
CONTRACTOR « IN THE INTERIM HOWEVER WORK IS IN PROCESS AND MUST BE 


FUNDED, 
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